The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BI6BY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



04/02/12 


Lisa Fuccione 

Assistant District Attorney, Middlesex County 
Ms. Fuccione, 

Enclosed is the information you requested. Included are copies of the following; 

1. Drug Analysis Laboratory Receipt, 

2. Control Card with analytical results for sample #’s 

3. Analysis sheet with chemist’s hand notations and test results. 

data for sample 

If you have any questions about these materials, please call me at the number below. 


Sincerely, 





Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 066705 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


Citj' or Department: Police Reference No 

Name and Rank of Submitting Officer; _ 


Defendant(s) Name (last, first, initial): 



To he completed by Lab Personnel 



The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laborator}^ Institute 

Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8:00-11:00 DRUG RECEIPT 

2 : 00 - 4:00 


To be completed by Submitter 
Description of Items Submitted 


Gr. 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratoty Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2 : 00 - 4:00 


9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: ■ 


4 -cc 


Police Reference No.: 



Name and Rank of Submitting Officer: 


Defendant(s) Name (last, first, initial): 



To he completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 













City: Wakefield Police Dept. 
Officer: P.O. RICHARD MEEHAN 
Oef: 

Amount: 

No. Cent; 1 Cont: pb 
Date Rec'd: 03/14/2012 
Gross Wl,: 2173,/;;^-^/.*,4/- 


Date Analyzed:^ j ^ 


Prelim: 


hA€'Kl’ 'i V'\ Findings: 


Subst.SUB 

No. Analyzed; 

Net Weight: [ c/. ■ 5 (\ 
# Tests; 'LCL^'^ 

t ^ ^ 


V// f I 


City; Wakefield Police Dept. 
Officer: P.O. RICHARD MEE 


Date Analyzed; ^ | ] Q j i 


Amount: 

No. Cont: 8 Cont; pb 

Date Rec’d; 03/14/2012 


Gross Wt: 


'M 


SubsbSUB 


O’ 

N^. Analyzed: ^5 


# Tests 


Prelim;ITil/l Findings: ^ j 


f IU " 


rvV'U'' > “ K-.;' i-r//.''? 

lYt-yyC-ly / 



DRUG POWDER ANALYSIS FORM 



SAMPLE if 
No. of samples tested: 


\ol 1 lOA \ l»0‘\ _ 

too 

NCY IjOohpfi'flcl ANALYST _ 

rlM<' 


Evidence Wt 


PHYSICAL D ^ SCRIPIIO N ^ .^.^-^, Wl- ^ 


Gross Wt (^) 
GrossWt ( ) 

(T^ '''" ’ \'^- ^ _ Pkg.Wt 

\aMed Y,W,k'Ki,h:^‘^;ftV 





Net Wt 


^-l-O^SS, 


l3kM§ 


-SaxA on oY'R'M no+ ^mxte/ ^ ^ 

vo(xa'rfSoi-KwA SoM-e 

i)^^d^Cf. lOCiA 


PRELIMINARY TESTS 
Spot T ests 



Microcrvstalline Tests 
Gold 

Chloride_ 

TLTA_{_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS2 

hk 

r 0 \ 

/] 

DATE 

'7 

i') 

12 - 






Folk OIG PRR 066709 





# samples tested 



if 

Gross 

Weight 

Packet Weight 

Net 

Weight 


Gross 
j Weight 

Packet Weight 

Net 

Weight 

1 

1, 


ft •IteO''^ 

26 




2 

i 

'annrii^;i 


27 




3 


on^UcJ 

JW53. 

28 




4 

1.0~2.lCec^ 


c'ftzzi 

29 




5 

.O.qL\\2A 


'0 miW 

30 




6 

1 oM^ tcJ 

oimj 


' 31 




7 


nmt 

ftlMWi 

32 




8 

l(5l'sU\) 

TTwhH 


33 




9 

/ 



34 




\ 10 



iWiOo. 

35 




11 


1 

J 


36 




12 




37 




13 




38 




,14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 

* 



47 

j. 



23 




48 




24 




49 




25 




50 




Calculations: 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth r 
Integrator r 


Data File: 

C: \MSDCHBM\1\DATA\SYSTEM9\03__15__12\82 22 04 . D 
KAC 

15 Mar 2012 15 : 00 

BLANK 

1 

DRUGS. M 
RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS^*^ 


822204.D 


Thu Mar 15 15:12:06 2012 


Page 1 


Folk OIG PRR 066712 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionNIeth : 
Integrator ; 


C:\MSDCHEM\1\DATA\SYSTEM9\03_15 
KAC 

15 Mar 2012 15: 16 

HEROIN STD 

5 

DRUGS.M 
RTE 


12\822205,D 


Abundance 


400000 


TIC: 822205.O\data.ms 
7.02O 


300000 

200000 

100000 


Time-> 2.00 

r-T--p-T---r- 

3.00 

4.00 

‘ ■ I ' ^ r-T-|-T- 

5.00 6.00 

7.00 

, 1 . r-v-T-y-7----r-- 

8.00 9.00 

. 7 ■' ■ 

10,00 

- o 
q 

—I—1—j— \ —1—1—i— 

12.00 


Ret. Time 



Area 

Area % 

Ratio % 




7.020 



717796 

100,00 

100.00 





822205.D 


Thu Mar 15 15:27:33 2012 


Page 1 


Folk OIG PRR 066713 














Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SySTEM9\03__15___12\822205.D 

Operator : KAC 

Date Acquired : 15 Mar 2012 15:16 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C :\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C : \Database\PiyiW_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 7.02 C:\Database\SLI.L 

HEROIN 000561”27-»3 96 



822205,D Thu Mar 15 15:27:34 2012 Page 2 

Folk OIG PRR 066714 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\03_15___12\822206 . D 
KAC 

15 Mar 2012 15:31 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


[abundance TIC: 822206.D\data.ms 



[r!nie-‘-> 

2.00 

r-T— 

3.00 

4.00 

5.00 6.00 

r T 1 T I 

7.00 

8.00 

9.00 

—T~T~T—r- 

10.00 

“T 1 ^ 1 -!- 

11.00 

-T 1 j I I ! i 

12.00 


Ret . 

Time 



Area 

Area 

Ol 

o 

Ratio 

^5 




INTEGRATED PEAKS^*^ 


822206 . D 


Thu Mar 15 15:43:08 2012 


Page 1 


Folk OIG PRR 066715 







Ar-ea Percent. / Library Search Report 


Information from Data File: 

File Name : C:\HSDCHEM\l\DATA\SySTEM9\03__15_12\8222 07.D 

Operator : KAC 

Date Acquired ; 7 

Name : 

Submitted by : 

Vial Number ; 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


1500000 

1000000 


500000 


0 

ime-> _; 


Ret, Time 

Area 

Area % 

Ratio % 

7.030 

3120579 

100.00 

100.00 



822207 . 


Thu Mar 15 15:58:36 2012 


Page 1 


Folk OIG PRR 066716 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822207.D 
KAC 

IS Mar 2012 1 5:47 

PvAC 

7 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08,L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT Library/ID 


CAS# Qual 


1 7.03 C:\Database\SLI.L 

HEROIN 


000561‘-27-3 99 



822207,D 


Thu Mar 15 15:58:36 2012 


Page 2 


Folk OIG PRR 066717 


















Area Percent. / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 
KAC 

15 Mar 2012 16:02 

BLANK 
KAC 
1 

DRUGS .M 
RTF 


15 


12\822208.D 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS’^** 


822208.D 


Thu Mar 15 16:14:02 2012 


Page 1 


Folk OIG PRR 066718 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SySTEM9\03_15_12\822209,D 
KAC 

KAC 

9 

DRUGS , M 
RTE 


TiC: 822209-DVdala.ms 
7.(J)36 


1000000 

500000 


L y-T-'^-'T-n 

Tfnfie--> 2.00 

^ ^^^ 

3.00 

4,00 

■■■■'■' I"'■■■■■'■ I ■ I ' 

5.00 6.00 

7.00 

■ ! ‘.r--r-j-T--r- 

8.00 9.00 

1 — 1 — \ — 1 —r“ 

10.00 

11.00 

’ ' I'T 

12.00 



Ret, Time 



Area 

Area % 

Ratio % 





7,036 



4360925 

100,00 

100.00 






2000000 

1600000 


822209 . D 


Thu Mar 15 


16:29:35 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM9\03 15 12\822209.D 

Operator 

KAC 

Date Acquired 

15 Mar 2012 16:18 

Sample Name 


Submitted by 

PCAC 

Vial Number 

9 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08,L 
C:\Database\PMW T0X2,L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 7,04 C:\Database\SLI.L 

HEROIN 00 05 6l-27*-3 99 

JWH-073 208987-48-8 1 



822209,D 


Thu Mar 15 16:29:36 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822210,D 

Operator : KAC 

Date Acquired :^15Mar2012^16j33 

Sample Name 

Submitted by : KAC 

Vial Number : 10 

AcquisitionMeth: DRUGS ,M 

Integrator : RTE 



Ret. Time Area Area % 

7.030 2896296 100.00 


Ratio % 

100.00 


822210.D 


Thu Mar 15 16:45:06 2012 


Page 1 


Folk OIG PRR 066721 






Area Percent / Library Search Report 


Information from Data File! 

File Name : C : \MSDCHEIM1\ 1\DATA\SYSTEM9\03__15__12\8222 10 , D 

Operator : KAC 

Date Acquired : 33 

Submitted by : KAC 

Vial Number : 10 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 7.03 C:\Database\SLI.L 

HEROIN 000561-2 7--3 99 



822210.D Thu Mar 15 16:45:06 2012 Page 2 


Folk_OIG_PRR 066722 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHElyl\l\DATA\SYSTEM9\03_15_12\822211 , D 
KAC 

15 Mar 2012 16:49 


KAC 

11 

DRUGS.M 
RTE 


Abundance 

I 

1500000! 


1000000 


jme-> 2*00 


TIC: 82221 IDWata.ms 
7i25 




Ret, Time 


Area 


Area % 


Ratio % 


7.025 


2811792 


100.00 


100.00 


822211.D 


Thu Mar 15 17:00:34 2012 


Page 1 


Folk DIG PRR 066723 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SySTEM9\03_15_12\822211,D 

Operator : KAC 

Date Acquired : : 4 9 

Sample : 

Submitted by : KAC 

Vial Number : 11 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C : \Database\PMW___TOX2 .L 

PK# RT Library/ID CAS# Qual 


1 7.02 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



822211.D Thu Mar 15 17:00:34 2012 Page 2 


Folk_OIG PRR 066724 















Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM9\03_15 
KAC 

04 



12 

DRUGS.M 
RTE 


12\822212.D 



Ret. Time Area Area % Ratio % 


7.025 2492347 100.00 100.00 


822212.D 


Thu Mar 15 17 


16:06 2012 


Page 1 


Folk OIG PRR 066725 
















Area Percent / Library Search Report 













Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionHeth: 
Integrator : 


Data File: 

C: \N1SDCHEM\1\DATA\SYSTEN19\03__15__12\822 213 . D 
KAC 

15 Mar 2012 17:20 

BLANK 
E<AC 
1 

DRUGS , M 
RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


822213.D Thu Mar 15 17:31:32 2012 


Page 1 


Folk DIG PRR 066727 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SySTEM9\03_15_12\822214.D 

Operator : KAC 

Date Acquired : 15 Mar 2012 17:35 

Sample Name : 

Submitted by r 

Vial Number : 14 

AcquisitionMeth : DRUGS *M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


7.03 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



822214,D 


Thu Mar 15 17:47:00 2012 


Page 2 

Folk OIG PRR 066729 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03__15_12\822215.D 

Operator : KAC 

Date Acquired : 15 Mar 2012 17:51 

Sample Name 
Submitted by : KAC 

Vial Number : 15 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




Ret, Time Area Area % 

7,025 2244317 100.00 


Ratio % 

100.00 


822215.D 


Thu Mar 15 18:02:32 2012 


Page 1 

Folk OIG PRR 066730 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822215.D 

Operator : KAC 

Date Acquired : : 51 

Submitted by : KAC 

Vial N umb e r : 15 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qua! 


1 7.03 C:\Database\SLI.L 

HEROIN 000561“27-3 99 




hi/z-> 40 60 60 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


822215.D Thu Mar 15 18:02:33 2012 Page 2 


Folk_OIG_PRR_066731 

















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 
KAC 

)6 


15 12X822216,D 



16 

DRUGS. 
RTF 


M 



—1—1 T—j—1—1—T 1—j—]—r 

Time-> 2.00 3,00 4.00 

5.00 6.00 

. 

7.00 

8.00 0.00 

"r-' * [ ' ' 
10.00 

ii!oo 

12.00 


Ret, Time 

Area 

Area % 

Ratio % 




7,030 

3759610 

100.00 

100.00 





822216,D 


Thu Mar 15 18:18:03 2012 


Page 


Folk OIG PRR 066732 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822216,D 

Operator : KAC 

Date Acquired : 

Sample Name : 

Submitted by : KAC 

vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C ; \Database\PiyiW_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 7.03 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Minimum Quality: 80 
Minimum Quality: 10 



B22216.D 


Thu Mar 15 18:18:03 2012 


Page 2 


Folk_OIG_PRR_066733 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : C : \MSDCHEM\1\DATA\SYSTEI^9\03_15_12\822217 , D 

Operator : KAC 

Date Acquired ; 2 

Sample Name : 

Submitted by : KAC 

Vial Number : 17 

AcquisitionMeth : DRUGS . Nl 
Integrator : RTE 



Ret, Time Area Area % Ratio % 

7.046 7296253 100.00 100.00 


822217,D 


Thu Mar 15 18:33:33 2012 


Page 


Folk_OIG_PRR_066734 
















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 

Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTE^9\03__15_12\822217 . D 
KAC 

KAC 

17 

DRUGS .M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Datataase\NIST08.L 

C;\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 10 

PK# 

RT Library/ID 

CAS# 

Qual 


1 7.05 C:\Database\SLI,L 

HEROIN 


000561-27-3 99 




822217.D 


Thu Mar 15 


18:33:34 2012 


Page 2 


Folk OIG PRR 066735 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by r 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 
KAC 

15 Mar 2012 18:37 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


15 121822218,D 


Abundance TfC: 822218.D\data.ms 



^ f ^ ^ ■ 

Tlme--> 2.00 

3.00 

* 1 * ' 

4.00 

-1 — 1— 1 — 1 — E — ! —1—j— ! —r 

6.00 6.00 

.' 

7.00 

' ' 1 

8,00 

• r—r—j—j— t — 1 

9.00 

—E — j —1—r- 

10.00 

. f 

11.00 

—f -1-1-1-5- X -T- 

12,00 


Ret, Time 



Area 

Area 

% 

Ratio 

% 




***NO INTEGRATED PEAKS^*^ 


822218.D 


Thu Mar 15 18 


49:01 2012 


Page 1 


Folk OIG PRR 066736 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionNIeth : 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\03_15__12\B2 2219 . D 
KAC 

15 Mar 2012 18:53 

BLANK 

1 

DRUGS-M 
RTE 


abundance TfC: 822219.D\data,ms 



J V 1 ^ ' 

irime“> 2.00 

' ‘ 1 ' ' 
3.00 

“n- 1 -1-?.T ■' 

4.00 

5.00 6.00 

-!-1-1-1-3- 

7.00 

= ' 1 ’. T 

8.00 

T 1 7 1 . * 

9.00 

’ I ■ ^ 
10.00 

f r— } "-1-r- 

11.00 

-r-.—r-r-r--,-r-- 
12.00 


Ret. Time 



Area 

Area 

% 

Ratio 

% 




INTEGRATED PEAKS*** 


B22219,D 


Thu Mar 15 19:04:33 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\03___15__12\82 222 0 . D 
KAC 

15 Mar 2012 19:08 

HEROIN STD 

5 

DRUGS,M 
RTE 



Ret. Time Area Area % Ratio % 


7.020 841581 100.00 100.00 


822220.D 


Thu Mar 15 19:20:01 2012 


Page 1 


Folk OIG PRR 066738 















Area Percent / Library Search Report 


Information from 
File Name : 

Operator r 

Date Acquired : 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth; 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 
KAC 

15 Mar 2012 19:08 

HEROIN STD 

5 

DRUGS . M 
RTE 


15 12X822220.D 


Search Libraries: 


C:XDatabaseXSLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 7.02 C:\Database\SLl.L 

HEROIN 


000561-27-3 99 


lAbund^ce 

80 
60 
40 
20 


4b 


Average of 6.966 to 7.191 822220.DWata.ms (-) 


327 


268 


81 


59 


70 


94 


115 


146 


|I28 


h/z-> 


40 


Itli. t.i ;l iinjL 


162 


204215 


60 


80 


100 120 


140 


174 


yiy 


226 238 253 


310 


284 


160 180 200 220 240 260 280 


296 

-T-r 

300 


369 


354 \ 

• fT ■ < ^ * 

320 340 360 



822220.D 


Thu Mar 15 19:20:01 2012 


Page 2 

Folk OIG_PRR_066739 






Area Percent / Library Search Report 


Information from 
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